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1. GENERAL 


1.01 This section provides an index of System-issued sections in Division 
301. 


1.02 A bullet (©) indicates an item that has been added or changed since 
the previous issue of the index. 


1.03 A square ([)) indicates a canceled item. Information relating to the 
cancellation, if necessary, will be shown in a note following the item. 
Canceled items and related notes will be deleted upon reissue of the index. 


1.04 “Add” is the abbreviation for Addendum. 


2. LAYERS 


2.01 This division is arranged in layers as follows: 
301-0 Index, Transmission Performance Index General 
-1 Trunk Transmission Maintenance Measurement Plans 
-2 Connection Appraisal Plans 
-3 Subscriber Plant Transmission Performance Measurement 
Plans 


3. INDEX 


Section 

Number Issue Subject 

301-0 INDEX, TRANSMISSION PERFORMANCE INDEX GENERAL 

. 301-000-000 42 Numerical Index — Division 30 1 — Transmission 
Performance — Measurement Plans 


301-1 TRUNK TRANSMISSION MAINTENANCE MEASUREMENT 
PLANS 


Add 301-120-100 1 
301-120-100 2 General Description 
301-120-500 4 Trunk Transmission Maintenance Index — 


Manual Summary Procedures 
301-121 Loss Component 


301-121-100 2 General Description 


301-121-300 2 Index Tables 
@ Add 301-121-500 1 


301-121-500 4 Manual Summary Procedures 


301-122 Noise Component 


@ Add 301-122-100 2 
301-122-100 ] General Description 


301-122-300 2 Index Tables 
@ Add 301-122-500 | 


301-122-500 3 Manual Summary Procedures 


Section 


Number Issue Subject 


301-123 Balance Component 


301-123-100 4 General Description 


301-123-300 2 Index Tables 


301-123-500 4 Manual Summary Procedures 


301-124 Mechanized Summary Procedure 


301-124-100 1 General Description 


301-124-110 ! Description of Outputs 


301-133 Balance Survey Methods 


301-133-100" 3 General Description 


301-133-500 2 Survey Procedures 


301-2. CONNECTION APPRAISAL PLANS 
301-200 Connection Appraisal Index 


301-200-100 2 


General Description 


301-200-500 3 Summary Procedures 


301-201 Toll Component 
301-201-100 1 General Description 
301-201-300 1 Index 
301-201-500 3 Summary Procedures 
301-202 Local Component 
301-202-100 2 General Description 
301-202-300 2 Index Tables 
301-202-500 4 


Summary Procedures 


301-210 Connection Appraisal Methods 


Add 301-210-100 1 
301-210-100 ] General Description 
301-210-101 1 Administrative Procedures 


Add 301-210-500 3 
301-210-500 3 Sample Office Selection 
Add 301-210-501 2 
301-210-501 3 Selection of Toll Call Sample 


301-210-502 2 Selection of Local Call Sample 


NOTICE 
Not for use or disclosure outside the 
Bell System except under written agreement 
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SECTION 301-000-000 


Section Section 


Number _ Issue Subject Number Issue Subject 
301-210-503 ] Preparation for Observations 301-302-300 2 Index Table 
301-210-504 3 Observing Procedures 301-302-500 5 Summary Procedures 


301-210-505 2 Analysis of Toll Results 
301-210-506 2 Analysis of Local Results 301-320 Noise Survey Methods 
301-3 SUBSCRIBER PLANT TRANSMISSION PERFORMANCE 301-320-100 3 General Description 
MEASUREMENT PLANS 
301-320-500 3 Sample Selection 
301-302 Noise Component 


301-302-100 3 Description 301-320-501 3 Measurements 
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